A.  There were bolts going through the column
through the bin side pieces that would align
those segments during construction so welding could
be done.  The bolts were through those holes
and through the column when it was built and the
way the one in VP-2 is built also, which there is
a picture of it.

Q.  What did you take the purpose of those bolt
holes?

A.     I felt that they were to help support the

bin   in place while the welding was to be done

and  also to keep the column close to the side of

the  bin to help facilitate welding.

Q.  Did you inspect for bolt holes or, I guess
they could be rivet holes as well, underneath
or in the area of the four stub columns other than
the two that you decided were misaligned?

A.  Yes, we did.

Q.  What did you find in regard to those holes?

A.  They were aligned.  They were aligned with
the stub column as in the top picture.

Q.  Would bolting the bin to the main support
column be the only way of securing the bin to the
main support column?

A.  I am not sure what you mean,

Q.  Could the bin be welded to the main support
column as well as bolted?

MR. FITCH:  Point of clarification.  His testimony
was it was welded after the bolts were put in.

THE WITNESS:  The weld was hol'ding the bin, not
the bolts.  Of course, the bolts would help it.
They are nat near strong enough to hold that bin
up,

BY MR. TALTY:

Q.  It was primarily the weld?

2588) .  He believed that a reasonably
